trinity Evangelical Lutheran Church 

Founded 1841 - Organized 1854 

• First church built 1854, Third and Adams. 
Present church built 1889, Second and Monroe, 
across from State Capitol. Renovated 1942, at 
cost of $40,000. Maintains religious day-school. 
Member of Evangelical Lutheran Synod of 
Missouri, Ohio, and Other States since 1872. 
Mother church of Concordia Theological Semi¬ 
nary, Springfield, Illinois. 
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